The structures will be used adaptively as ranger shelters and
warehouses. The analysis contained in this report will present
recommendations for individual use based on architectural suitability
of each structure.

This division has been developed with full concurrence of the Park
Superintendent and reflect his views on what the structures will be
used for. Further consultation with the Superintendent is expected
during design development of use options.ations:
